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NARA RG104, Entry 1, Box 174 


[Abstract:] Will make no change in method of dipping blanks. Works will shut down on Friday 
Jan 1 for 4 days. 

The Scovill Mfg. Company 
Waterbury, Conn. 

December 28, 1891 

O.C. Bosbyshell 
Supt. U.S. Mint 

My dear Sir 

We have yours of the 24” and note that the sample cases of bronze nickel blanks worked 
to your satisfaction. We will make no change in our methods of dipping the blanks until after 
January 1” - Our works will shut down for inventory on Friday Jan. 1” for probably four days . 

Yours truly 
C.P. Goss 



